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1. yoestion: wr 


North of podporozhe (34°R2° «/60°47* nN), Lenin~ 
erad Oblast, about 6 km northerst of the railroad 
bridge over the gvir diver. See innex 1. 


8 gtnaze of Constructions: 


a. The eastern lock canal, branchins off south of 
the 3svir, was not conereted. the canal was 20 ne= 
ters wide on the bottom and sbout 35 meters wide 
on tor. é < 


bo. The lock chamber, eat a &CO meters jens, Was - 
dredged and being concreted. 


e, The construction of the western a. section 
had not started. This document is hereby regraded to 


CONFIDENTIAL in accordance with the 
letter of 16 October 4978 from the 
Director of Central intelligence to the 
Archivist of the United States. 
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a4. ‘The construction site of the power plant next 
to the lock chamber was surrounded by a dam to 

be extended to the northern river bank efter the 
comletion of the western canal section. The 
water of the river (spproeximately 500 to 300 me- 
ters wide) will be demmed up for a roservoir with 
a whiter level 6 meters higher than the jvir 
River. sor details see annex 1. 


e. yubsidiary workshops lor the construction 
were farther upstrean. 


Construction work Forces 


Internees of three labor camps ond 900 Pi/se 
the number of leborers increased constantly. 


kresuned Power Plant capacity: 


[eR an ae plans with three 
or rour chute pines Satered, which indicates an 


equal number of planned turbines. 


the gvir III hydro Power Pleut, under construction, 
wos about 25 km dowmstream. The construction of 
the gvir I wydro Power Plsent was planned for the 
sane distance upstrean but there Was no indica 
tion that construction had started. 


a ee 
Llisry construction ghons were bu 1944 and 1945. 


The hydro-assenbly and a steel plant have been 

under construction since 1948. the aydro-essembly 
will later be converted to an iron foundry with two 
supola furnaces and four aluminun casting furnaces. 


cBly jovict convicts worked on the construction of 
the reservoir, most of tiem on excavations and 
conereting work. No preparations for the con- 
struction of a turbine house were observed. To 
facilitate shipping until the initiation of the 
lock, the retoining dam was not closed. 
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| [Comment : A similar picture of the construction 
of the Svir 1 Hydro Power Plant was reported in re- 


tained information. A previously submitted report 
referred to the stage.of construction in early 1949. 
Tne above information is assumed to be correct. The 
canal entered on Annex 2 (No 15) of the two essen= 
tially corresponding sketches is presumably identical 
to the eastern lock section on Annex 1. On both 
reproductions the canal branches off near the con- 
struction workshops and mouths back near a stone 


manufacturing plant. More credence can be given to 
Previous 
information state at thé power mpleted 


Pp. 
in 1948 with a projected capacity of 180,000 kws. 
Information drawn from previons records and a Soviet 
newspaper report of 29 April 1949 indicate that the 
construction of the Upper Svir Power Plant was 
completed in 1948. This conflicts with the above. 
information. 


2 Annexes: Two sketches of Layout and Installations 


of the Svir II Hydro Power Plant. 
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Legend to innex i 


i Lock canal, excavations completed 

a Lock chamber, &cO meters long, with the 
bottom being concreted 

5) Exeavations for the cunitruction of the 
power plant 

4 Excavations for fatura valve of the dam 

5 Tracks with traveling cranes and trolleys 
running on ropes 

6 Dam around the construction site 

7 Pre jected extension of dam, after the com- 
piction of the Western lock section 

8 Clearing 

% Boiler house with smokestack under con= 
struction, sbout 3Ox10 meters 

Lo Two administration buildings of thydro- 
assenbly 

il “ooden building with plurber shop and bend- 


ing mechines for heating pipes 


12 Cement plent, one block with six silca, 
18 meters high and 6 meters in diameter, 
and a mixing instalistion 


a3 Wagazino for civilian pop%lation 
14 glectric machanical workshop 
15 Proninent road bend 


16 slagestone plant 
17 Very high crane 


= b= 


CONFIDENTIAL 


Approved For Release 2003/08/11 : CIA-RDP82-00457R00590039001 1-7 


Approved For Release 2003/08/11 : CIA-RDP82-00457R005900390011-7 


18 


19 
20 


CONFIDENTIAL 


cmpayfta{ 


CENTRAL INTELLIGENCE AGENCY [| 


plont for reinforcements, tio wouden build~ 
ings of vhich one burned down in 1949 


pr carm Ho 7701 

goundry, 60x25 aeters, under construction, 
jxon skeLeton completed, brickwork started, 
to be ecuinped with two cupola furnaces 


-gehaniesl! workshop with fore, lathe shop 
and boring: shop 


Motor vehicle park with 4b to So tippers 
“echenical assembly under construction, 
foundations for the Leshaved building were 
comieted, 7OxSG meters ond “ze20 meters, 
to be converted to an industrisl plant. 
ovr wooden sheds,each 3G to 46 meters long 
~torace shed 


weehanical department, iron structure, 
20x1LG meters, under construction 


Crane, about 46 meters high 


“echanical department, Sox26 meters, still 
without roof, brick work started 


Technics] drawing offices 
juarters 


Storase erea with dismantled machinery, 
somes from a power plant. 
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Legend to Annex 2 


1 


em GO 


Construction site of dam, power plant 
and reservoir 


Hospital, observation point of source 
Plant for reinforcements, 150x406 meters 
slag saved 


"lydro-agsembly"® under constructions iron 
frame, 00x60 meters, completed’ to be 
converted to a foundry 


PY camp No ¥701 


steel plent under construction with foun- 
dations for four open-hearth furnaces 


Transformer station 

“echanical department, 200x100 meters, with 
compressor installation, air-mixing ehambers 
and various metal working machines 
Construction fitting shop 


alltonobile zavoda 


Boiler house with one smokestack 


/orkshop under construction, 1cox4o moters, 
purpose unknown 


vtone manufacturing plant 


ExXcavated canal, not yet connected to the 
Jvir River 


riiydro-assenbly"*, manufacture of construe 
tion requirewents for buildings No 5 and 7, 
such as apar brachings, screws and bolts. 
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Gity soviet 


slectrosyndicate, repair of electric 
motors 


Yover transmission line, presumbly fren 
~Vir LIT pewer plant 


twenty to thirty parked locomotives. 
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